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of its heat to the incoming air. As already stated, the heat
losses with the clinker are small, and the temperature of the
incoming air cannot be raised to any considerable extent by
contact with it.

The latest types of the shaft destructor furnace have
therefore adopted special air heaters, placed in the hottest
part of the system, for pre-heating the air supply, and only
use the clinker heat for the preliminary step in the pre-heating
process.

Kohlmann,1 in a paper upon the " Evolution of the Refuse
Destructor/' read before the Canadian section of the Society

TABLE II.- -TESTS OF CAPACITY FOR VARIOUS TYPES OF DESTRUCTORS.

*
	
	Grate area,
	Capacity per hour

System.
	City.
	square 'metres.
	per square metre of grate surface.


	
	
	r     76

Horsfall      .
	Hamburg (old)
	2-75
	;     133


	
	
	}      220


	Zurich   .
	1-89
	133


	,B runnels .
	2-5
	133

Heonan
	Milwaukee
	2-5
	335


	Dublin  .
	2-7
	2CO


	Cheltenham    .
	2-7
	235


	Vancouver
	3-0
	255


	Coventry
	2-7
	385

Herberts
	Fiume   .
	1-25
	345


	Briinn   .
	1-25
	325


	Kiel
	0-94
	445


	Frankfurt
	1-1
	285


	do.
	<    2-2
	480

Humboldt .
	Ftirth    .
	1-5
	720

Dorr
	Wiesbaden
	1-0
	815

lamburg   .
	Hamburg (new)
	1-2
	1,530

1 Journal Society Chemical Industry, April 30th, 1914.